URBAN  DISTRICT  OF  BAKBY/BLL 

ANNUAL  REPORT 
P_F THE 

MEDICAL  OFFICER  OF  HEALTH 
HUGH  G.  \/ATSON,  M.B.,  C.H.B. 


FOR  THE 
YEAR 

Ll±l 


The  Chairnian  and  Hembers  of  the  Eakev.ell  Urban  District  Council 


Tos 

Ivir.  Chairinan  and  C-entlenen, 

I present,  as  Lmder,  my  Annual  Report  for  the  year  I967 
with  various  Vital  Statistics  and  Sanitary  circumstances. 


JTATISTICS 


A^  ea...  ...  ...  ...  ...  ... 

Population  Census  I96I  ...  ...  ... 

Population  Mid-Year,  19^7  > estiiiiated  . 

Rateable  Value  

Prodiict  of  Penny  Rate 


• • • • 


3061  acres 

5606 

4040 

£158,491 

£637 


BIRTHS. 


Total 

Male 

Female 

Live  Births 

Legitmate 

49 

25 

24 

Illigitmate  . . 

1 

1 

0 

50 

26 

24 

Total 

Ilale 

Female 

Still  Births 

Legitracite 

1 

0 

1 

Illegitmate 

0 

0 

0 

1 

0 

1 

Birth  Rate  (Crude) 

per  1,000  estimated  population  s 

12.4 

BiD?th  late  (Comparable)  ” 

n 

\'i  0 

15.9 

Illegiticiate  Live 

Births  per  cent 

of  Tot; 

-1 

Live  Births  s 

2.0 

Still  Birth  _vate  per  1,000  total  ! 

Live  & 

Still 

Births  s 

20.0 

Inf  ant  LIo  r t al  i ty . 

Deaths  of  Infants 

under  1 3'car  of 

age 

Total 

Kale 

Female 

Legitimate 

1 

1 

0 

Illigitiinate 

0 

0 

0 

1 

1 

0 

Deaths  of  Infants 

under  4 weeks  0 

f a,ge 

Tote,l 

Kale 

Female 

Legitimate 

1 

1 

0 

Illigitimate 

0 

0 

0 

1 


1 


1 
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Deaths  of  Infants  under  1 v/eek  of  age 


Legitimate 

Illegitimate 


Total  Tlale  Female 

110 
0 0 0 

110 


Infant  Mortality  Rates* 


Total  Infant  Deaths  per  1,000  Live  Births  20.0 

Legitimate  Infant  Deaths  per  1,000  Legitimate 

Live  Births.  20.4 

Illegitimate  Infant  Deaths  per  1,000  Illegitimate 

Live  Births.  0 

Neo-natal  Mortality  Bate 

(Deaths  under  4 v;eeks  per  1,000  tota,l  Live  Births)  20.0 
Marly  Neo-natal  Mortality  Bate 

(Deaths  under  1 week  per  1,000  Total  live  Births)  20,0 

Peri-natal  Mortality  Bate 

(still  Births  and  Deaths  under  1 week  per  1,000 

Total  Live  cc  Still  Births)  59*0 


Deaths. 

Total  Male  Female 

74  40  34 

Death  Rate  (Crude)  per  1,000  estimated  population  18.3 

Dea-th  Rate  )Compara'ble)  per  1,000  estimated  population  9*1 


COMPARABLE  VITAL  STATISTICS  1966/67. 


f — - — 

1 

! 

England  & 

Wales 

Bakewell 
. . 

i 

D.B.C. 

* ^ 

1966 

1967 

1966 

1 

1967 

Live  Birth  Rate 

per  1,000  estimated  po pulsation 

17.1 

17.2 

10.84 

13.9 

Death  Bate 

per  1,000  estimated  popula,tion 

11.7 

C\J 

• 

1 — 1 
1 — 1 

8.54 

9.1 

Infant  Mortality  Bate 

Deaths  under  1 year  per  1,000 
Total  Live  Births. 

19.0 

18.3 

nil 

20.0 

Still  Birth  Bate  per  1,000 
Total  Live  &.  Still  Births 

15.4 

14.8 

nil 

20.0 

Feo-lJatal  Mortality  Bate 
Deaths  inder  4 v/eeks  per 
1,000  Total  Live  Births. 

12.9 

12.5 

nil 

20.0 

Peri-Natal  Mortality  Hate 
Still  Births  & Deaths 
under  1 week. 

26.5 

25.4 

nil 

i 

39.0  i 

i 

L_ 

I 

1 
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Digitized  by  the  Internet  Archive 
in  2016  with  funding  from 
Wellcome  Library 


https://archive.org/details/b28900522 


Registrar  General's  Classification  of 


Deaths  in  Bakewell  Urban  District,  1967. 


1 

Cause  of  Death 

Sex 

— 

Total 

all 

Ages 

-4 

\/ks . 

Age 

15- 

in  Years. 
45-  55- 

65- 

■III.  - II  ,,i.  • 

75  & 

over 

10.  I'Jalignant  Neoplasm, 

M 

1 

1 

Stomach 

P 

2 

- 

- 

- 

1 

1 

11,  Malignant  Neoplasm, 

M 

4 

2 

2 

Limg,  Bronchus 

P 

- 

- 

- 

- 

- 

— 

- 

15.  Malignant  Neoplasm, 
Uterus 

P 

1 

- 

- 

- 

- 

- 

1 

14.  Other  Malignant  and 

M 

1 

_ 

1 

Lym_phatic  Neoplasms 

P 

5 

- 

-- 

- 

2 

2 

1 

15.  L eiaksoe  mia , A1  eukaemia 

T T 

a'.'x 

1 

„ 

. 

1 

P 

-- 

- 

- 

- 

17.  Vascular  Lesions  of 

M 

8 

- 

- 

1 

2 

- 

5 

Nervo\is  System 

P 

6 

- 

- 

- 

2 

4 

18.  Coronary  Disease, 

M 

8 

- 

- 

1 

2 

3 

2 

Angina 

P 

6 

- 

- 

- 

2 

- 

4 

19.  hypertension  uith 

M 

_ 

_ 

1 

- t 

Heart  Disease 

P 

1 

- 

“ 

- 

1 

- 

_ 1 

! 

20.  Other  Heart  Disease 

M 

1 

_ 

_ 

1 

P 

8 

- 

- 

- 

2 

1 

5 

21 . Other  circulatory 

M 

3 

- 

- 

- 

1 

2 

Disease 

P 

- 

- 

- 

- 

- 

- 

- 

23.  Pneumonia 

M 

5 

1 

2 

P 

3 

- 

- 

- 

- 

- 

3 

4.  Bronchitis 

M 

5 

- 

- 

- 

1 

1 

3 

V 

- 

- 

- 

- 

- 

- 

25.  Other  Diseases  of 

M 

- 

- 

- 

- 

- 

- 

Respiratory  System 

P 

1 

- 

- 

- 

- 

1 

- 

26.  Ulcer  of  Stomach  and 

I'l 

1 

- 

„ 

1 

Duodenum 

P 

- 

- 

- 

~ 

- 

- 

- ’ 

32.  Other  Defined  and 

iVi 

3 

1 

1 

1 

I Ill-Defined  Diseases 

p 

1 

: “ 

- 

- 

- 

- 

]. 

1 34*  All  Other  Acoidents. 

M 

1 

1 

_ 

i 

P 

- 

- 

- 

- 

- 

- 

- 

! 

1 Total  All  Causes 

M 

40 

1 

; 1 

r> 

C. 

. 2 

6 

6 

21 

i 

- - - --  - 

P 

54 

L 

! 

- 

- 

8 

6 

20  1 
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Registrar  General's  Classificati on  of 
Deaths,  1967. 


A.  Bakev;ell  V'ar  Uemorial  Cottage  Hospital 

B,  NevTholme  Hospita].,  Bakev/ell . 


A B 


Code  Nc 

• 

M 

M 

P 

10. 

Malignant  Neoplasm  - Stomach  ..... .o ... . 

- 

- 

]. 

1 

11. 

Malignant  Neoplasm  - Lung-Bronchus...... 

4 

- 

1 

- 

12. 

Malignant  Neoplasm  ~ Breast ............. 

- 

- 

- 

3 

13. 

Malignant  Neoplasm  - Uterus ............. 

- 

- 

- 

1 

14. 

Other  Malignant  & Lymphatic  Neoplasms... 

2 

1 

4 

2 

15. 

Leiikaemia,  aleukaemia ................... 

- 

1 

- 

- 

16. 

Diabetes  

- 

- 

1 

- 

17. 

Vascular  lesions  of  nervous  system. ..... 

2 

3 

16 

11 

18. 

Coronary  disease , angina  ............... 

1 

- 

1 

- 

19. 

Hypertension  with  heart  disease  ......... 

- 

- 

4 

1 

20. 

Other  heart  disease ..................... 

6 

3 

- 

6 

21. 

Other  circulatory  disease  

- 

1 

4 

9 

• 

CM 

Pneuraonia  

- 

1 

9 

6 

24. 

Bronchitis  

1 

- 

5 

- 

28. 

Nephritis  and  Nephrosis  ................ 

- 

1 

- 

- 

32. 

Other  defined  and  ill-defined  diseases.. 

1 

- 

2 

1 

TOTALS 

17 

11 

48 

41 
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Newholae  Hospital,  Bakewell 


Number-  of  Patients  in  Hosi^ital  at  1st  Ja.nuary,  19^7  . . 

..  73 

Admissions  dirring  the  year  , . 

Discharges  during  the  year  . . . , . , 

Deaths  during  the  year. . 

89 

Patients  remaining  in  ’."^ospital  at  31st  December;,  I967 

..  71 

Of  the  89  deaths,  48  nere  male  and  4I  feixile. 
Average  age  at  death  of  males  

• 

77.00 

Average  age  at  dea,th  of  females  . . 

80.46 

War  Memorial  Cottage  Hospital,  Bakewell. 

Number  of  Patients  in  Hospital  at  1st  Jaimary,  I967  •• 

..  11 

Admissions  during  the  yea,r  . . 

..195 

Discharger  during  the  year  

• • 166 

Deaths  during  the  year » • • • • 

Patients  remaining  in  Hospital  at  31st  December,  I967'’ 

••  10 

Of  the  28  deaths,  1?  were  reale  and  11  female. 
10  only  wei'e  Bakewell  Residents,  the  other 
18  coming  from  outside  the  Ba,kewell  Urban 
District. 

Average  age  at  death  of  males  

. . 72.60 

Average  age  at  death  of  females 

=0  71.90 
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IKFECTIOUS  DISEASES 


The  total  number  notified  v/as  9? 


Sonne  Dysentery  1 
I'Yho oping  Gougii  1 
Scarlet  Fever  1 
Erysipelas  1 
I.Ieasles  88 


In  the  foregoing  figures  it  v/ill  be  clear  ths.t  the  incidence  of 
measles  is  high  but  this  merely  reflects  the  incidence  over  the 
country  as  a whole.  Measles  used  formerly  to  show  outbreaks  every 
two  years  or  so  but  for  a good  many  years  now  this  pattern  has  not 
shoAm  and  the  disease  has  occurred  in  sizeable  outbreaks  annually. 

VACCraATIQN  AMD  SjIvItJITI3ATI0N. 

Protection  is  available  and  offered  to  children  from  a very 
early  age  against  the  following  diseases,  viz.,  '//hooping  Cough, 
Diphtheria,  Tetanus,  Poliomyelitis  and  Measles. 

This  is  carried  out  iriainly  by  the  Family  Doctors,  v/ho,  in  this 
area,  are  doing  all  they  possibly  can  to  see  that  the  maximum  number 
possible  are  immunised 

TUDERCUL'OSrS  REGISTER. 


J 

i 

1 

i 



Males 

Pul . Mon- Pul . 

Females 
Pul . Ron- Pul . 

TOTAL 

1 On  Register  1.  1.  67 

8 

1 

5 

° 

14 

j Admitted  during  year 

0 

0 

0 

0 

0 

1 Removed  during  year 

1 

1 

0 

0 

0 

1 

Remaining  on  Register 
31.  12.  67 

f — — 

7 

■ 

1 

5 

■ ■ 0 

0 



15 

[ ....  .... 
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No  cases  were  notified. 


FOOD  POISONING. 
MIHAT  INSPECTION, 


— — 

Cattle 

ino. 

Cov^s, 

Calves 

Sheep 

* r 

Pigs. 

Number  Inspected 

688 

4 

2659 

1063 

Diseases  other  than  T.B., 
whole  carcases. 

0 

L 1 

0 

1 

0 

Part  or  organ  condemned 

cr\ 

i 

0 

118 

1 N^ 

^0  of  number  inspected 
condemned 

9.2 

' 

0 

4.4 

2.8 

1 

L 

Tuberculosis  only. 

Part  or  organ  oondermod. 

0 

0 

0 

r 

, 

6 

of  number  inspected 
affected  with  T.B, 

” 

0 

1 — 
0 1 .55 

. Cystercosis 

^ . ■ 1 . I . - 

° . 

0 

r [ 

0 i 0 1 

i 

HOUSING. 


NiimUer  of  Houses  erected  by 

(a)  Local  Authority  - 5 

(b)  Private  Enterprise  18 

A further  four  Old  Persons  Plats  and  a House  and  Shop  were 
erected  at  HolyAivell,  this  completes  a very  pleasant  scheme.  The  shop 
should  prove  extremely  useful  both  to  the  Council  tenants  and  the 
residents  of  the  recent  private  housing  development,  there  being  no 
other  shop  in  this  area, 

hork  has  conmenced  on  the  erection  of  twenty  houses  at  Koorhall 
to  replace  the  existing  temporary  aluminium  bungalo^rs. 


\iATLIil . 


I am  indebted  to  the  Engineer  and  Lanagar  of  the  North  Derbyshire 
Water  Board  for  the  follovring  report. 
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NOHTII  rSEBYBHIiffi  WATER  BOATD. 


Report  of  Medical  Officer  of  Health  on 
Water  Supply  to  Bakewoll  U.D.  Year  1S67» 


The  supplying  Authority  to  the  area  is  the  ilorth  Derbyshire 
V/ater  Board. 

A.l)  The  supply  sou.rces  to  the  area  are  a Bulk  Supj)ly  of  treated 
v;ater  from  Derv.'ent  Valley  V/ater  Board  and  Pallinge  Spring.  Both  are 
stored  in  open  reservoirs  and  pass  after  chlorination  into  distribution 
and  to  three  balancing  tanks. 

Storage  in  open  reservoirs  the  absence  of  filtration  and 
stagnation  in  balancing  tanks  at  the  end  of  the  system  inevitably 
results  in  deterioration  of  quality  during  distribution.  Tlie 
reservoirs  have  been  cleaned  out  and  additional  chlorination  introduced 
prior  to  the  open  reservoir. 

This  has  to  some  extent  alleviated  the  problem. 

2)  The  quantity  proved  adequate  no  restrictions  being  imposed. 


B.  ) Chemical  and  Bacteriological  analyses  are  carried  out  in 
the  Board's  Laboratories.  All  raw,  trea-ted  and  distributed  ?;aters 
are  examined  at  least  monthly. 

The  number  of  examinations  involved  in  1967?  beings - 

Bacteriological  184 

Chemical  10 


Bacteriological  results  on  treated  v/aters  have  generally  been 
satisfactory.  Chemical  results  vary  v/ith  location  in  view  of  two 
sources  being  involved. 


Approximate  limites  of  variation  beings  - 


pH  6.2  - 

Alkalinity  (CaCo5)  10 

Total  Hardness  (CaC03)  j6 

Chloride  (Cl.)  12  - 

Fluoride  (f.)  0.1 


9.6 
22 
50 

13.6 


C.  ) Samples  taken  at  sources  in  distribution  and  after  overnight 
standing  in  service  pipes  when  examined  for  residual  lead  have  yielded 
results  which  have  been  within  the  recently  revised  figure  for  accept- 
able lead  concentrations. 


D. a)  The  number  of  houses  connected  in  the  area  during  the  year 

was  24. 

b)  925  yards  of  main  were  laid  for  housing  developments. 

E.  ) Before  being  brought  into  use  all  nevr  mains  were  \7ash0d  out, 

sterilized  and  samples  taken  to  ensure  satisfe-ctory  bacteriological 
and  physical  results. 

F.  ) V^aters  were  monitored  for  radioactive  substances. 

llonthly  reports  of  current  bacteriological  and  physical  result 
were  for\7arded  to  the  lledical  Officer  of  Health. 
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SS'/v’ERAGE  AND  SEWAGE  DISPOSAL. 


I am  pleased  to  report  that  the  Ministry  of  Housing  and 
Local  Government  have  non  given  approval  to  proceed  to  the  tender  stage 
with  the  Hrban  and  Aural  District  Councils'  Joint  Sewerage  and  Sev/age 
Disposal  Scheme.  It  is  hoped  that  a start  will  be  made  on  the  scheme 
in  1968,  the  present  Disi:)Osal  orks  being  heavily  overloaded. 

JilEUSE  DISPOSAL. 


Negotiations  with  the  owner  for  the  purchase  of  additional 
land  to  extend  the  refuse  tip  have  proved  Linsuccessful , it  has  been 
necessary  for  the  Council  to  seek  to  acquire  the  land  by  means  of  a 
Compulsory  Purchase  Order. 

FACTORY  ACT,  I96I. 


Particulars  with  regard  to  the  Factory  Act,  19^1 , appear 
as  an  appendix. 

The  Public  Health  Inspector's  Report  is  appended. 


My  thanks  are  duo  to  the  Council,  their  Officers  and  Staff 
for  their  continued  co-operation  in  the  promotion  of  Public  Health. 


I am 

Your  Obedient  Servant, 

HUGH  G,  WATSON. 

Medical  Officer  of  Health. 
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FACTORIES  ACT,  I96I 


1 - INSPECTIONS  for  purposes  of  provisions  as  to  health  (including 
inspections  made  by  Public  Health  Inspector). 


Number  of 


i Premises 

i 

1 

[ 

on 

Register 

Inspect- 

tions 

? — 

i 

V/ritten  j Occupiers 
notices  j prosecuted, 

j 

• (i)  Factories  in  which 

Secs.  1,2, 5 5 4s  & 6 are 
to  be  enforced  by  Local 
Authority 

5 

5 

_ 

1 

(ii)  Factories  not  inc. 
in  (i)  in  which  Sec.  7 
is  enforced  by  the  Local 
Authority. 

t 

29 

17 

t 

! 

! 

) 

1 

1 

(iii)  Other  premises  in 
v/hich  Sec.  7 is  enforced 
by  Local  Authority  (exclud. 
out-workers ' premises) 

■ 

■ 

■ 

. . 

i 

) 

! 

i 

1 

i 

( 

...  . ...  f 

Total 

J 

% 

54 

22 

1 

^ , i 

1 

2 - Cases  in  which  DEFECTS  were  found 


Numbei 

dt 

— — - — * 

: of  cases  in  v;hich  INmber  of  I 

?fects  were  found.  jeasos  in  which 

. _ inrosecutions  1 

Particulars 

Foimd 

Reciedied 

Referred 
To  H.M. 
Inspector 

By  H.M. 
Inspector 

v/ere  insti-  1 

tuted.  j 

' ' 

V/ant  of  Cleanli- 

1 

1 

ness. 

Sanitary  Convent- 

ences; 

a)  Insufficient 

1 

- 

- 

- 

- 

b)  Unsuitable  or 

j 1 

_ 

defective 

i 

J 

c)  Not  separate 

1 

i 

i — 

\ 

1 

1 

i for  sexes 

1 

J . _ . L 

1 

j 

i Total 

i 5 

1 

1 

\ 

4-  ...  — ■ ■ ■■ 

j 

1 ... . A 

5 - OUTWORK  - Nil. 


y'  'i:)!  -.  .j:^ 

• ■.r'ui.f',  '-^(i  !xt  ;; , ■:} 


ANITU/kL  5EP0RT  OF  PUBLIC  HEALTH  IITSHUCTOR. 
FOP,  THE  YEAR  1967. 

BAKJJ’.'ELL  URBAN  DISTRICT. 
Inspectors  J.D.  BLAKS'.-VAY . 

Fstiraated  Population  - 4040  Estimated  No,  of  Houses 

Number  on 


GENERi'Jg  SANITARY  BBMINIST^A.TION  He^ister 

Bakehouses  3 

Common  Lodging  Houses 

Dairies  1 

Factories  and  ^.'orkplaces  34 

Houses  let  in  Lodgings 
Ice  Cream  Premises  (a)  I Manufacturers 

(b)  Dealers  18 

Market  Stalls  105 


Milk  Distributors 
Moveable  Dwelling  Sites 
Offensive  Trades 
Outworkers 

Preserved  Pood  Stores 


Offices,  Shops  & Railway  Premises  80 

Slaughterhouse  (a)  Public  Abbattoirs 

(b)  Private  " 4 

Knackers  Yards  1 

No , of 

SFWlCBJ.GE  AND  SgfAGB  DISPOS/iL.  Houses 

No.  of  Houses  connected  to  sewers.  1296 

No.  of  Houses  not  connected  to  sewers,  20 

No.  of  connections  riade  during  year;- 

(a)  existing  houses  1 

(b)  new  houses  15 

(c)  other  premises 

No,  of  conversions  of  other  closets  1 

to  V/.C's 


- 1316. 

Inspections 
made. 

6 

3 

19 


10 

420 


39 

630 

4 

Est.  Population 
Involved 

3944 

96 


1 


liik 


n^m(\i«olsS 


-II  /loaatioD 

;3oi:ixjs4 


■ ''  •*•£  ' 'if 

■■■n'i  r'.n-i-fO  iol;,  'f/ 

'''  ''v^ 

' , ' •‘.t- 

i -r^aid 

'i 


■ r ' '.''"I 

''^'*|i)''» 

'V  a:rt*3l03iS£|''' I !'  ■■/!. 

' ' ".  i I T . 'L" ' . 


• ^ : ' ' i 


HOUSING. 


Estimated  No.  of  houses  declared  'unfit'  1.1.55  “to  51.12. 67  22 

No.  of  houses  demolished  or  closed,  1.1.55  "to  51  • 12. 67  I6 

During  the  years - 

(1)  Houses  demolished 

(a)  In  Clearance  Areas 

(b)  Not  in  Clearance  Areas  1 

Unfit  houses  closed 

Unfit  houses  made  fit  and  houses  in  which  defects 

vrere  remedied  2 

Unfit  houses  in  temporary  use 
Houses  in  Clearance  Areas  purchased 

(2)  Improvement  Gra.nts 

(a)  No.  approved  for  conversion  or  iraprovem.ent 

(Housing  -ct  1958)  (Discretionary  Grants)  5 

(b)  No.  approved  for  inrprovement  (Housing  Act  1959) 

("Standard”  Grants)'  6 

No.  of  nev/  dwellings  completed 

(a)  by  local  authority  5 

(b)  by  private  enterprise  10 


HEFUSE  COLLECTION  AND  DISPOSAL, 


— — — ■ ■" 

1 

f 

COLLECTION  ! 

1 

DISPOSAL 

■ ■ ■ ■ -r 

I 

i 

Direct  Labour  Contract  I No. 

J 

of  controlled  j No.  of  uncon- 

Destructor 

1 

1 

tips 

; trolled  tips 

Works 

Yes  ' - j 

i 

1 

i 

i 

— I,,.—  , 1 ■ .11  ■■  mi 

L 

IvlSiiT  INSPECTION. 


r_ 

i 

{ 

Cattle 

excluding 

Cows 

Cows 

— 

Calves 

— 

Sheep 

and 

Lambs. 

— 

Pigs 

r 

Horses 

— 

No.  Killed 

660 

28 

- ■ S 

4 

2659 

1063 

- 

No.  Inspected 

660 

' ■ ■ ■ ■ .- 

28 

4 

2659 

— 

1063 

. 

i 

BAUeSLLA  ABORTUS  (S/JIPLING) 

Milk  sampling  figures  for  the  years - 


Typo  of 

Total  No. 

PLing  Test 

Culture 

Guinea  Pig  ‘ 

Sample 

taken 

Pos. 

Neg. 

Pos. 

Neg.  ■ 

Pos. 

Nog, 

Herd 

10 

3 

7 

r " '** 

3 

1 

! - 

1 

5 

Total 

10 

5 

7 

1 

i - 

3 

t 

1 

i 

3 



( 

i »,  ■■  ■ 

1 

i 

J 1 -i 
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OFFICES,  SHOPS  im  RiilLWAY  PREIdSES  ACT,  1965 . 


REGISm\TIONS  AI'TD  GEDIEI^L  INSPECTIONS. 


Class  of  Premises 



No.  of  premisGs 
registered  during 
the  year 

— 

Total  No.  of 
registered 
premises  at 
end  of  year 

1 

No.  of  regis- 
tered premises 
receiving  a 
general  inspec- 
tion during 
the  year. 

Offices 

- 

CM  1 

1 

6 

Retail  Shops 

1 

58 

. .. 

9 

V/holesale  Shops, 
Warehouses. 

1 

n * - 1 

1 

Catering  establishments 
open  to  the  public, 
canteens . 

9 

5 



Fuel  Storage  Depots 

Totals 

, . 

1 



0O~ 



1 

1 

i 

t 

PSilSONS  EMPLOYEE  IN  REGISTmED  PREIfISES 


1 

j 

" 

Class  of  Workplace 

1 

No.  of  persons  emnloyed  | 

\ 

j 

Offices 

' " ■ “1 
< 

157  ! 

J 

1 

Retail  Shops- 

1 

155  I 

Wholesale  deaprtnents,  Vfcrehouses. 

1 

50  j 

- 

Catering  establishments  open  to  the  public 

i . . . 

— 1 

1 

( — 1 

1 

Canteens 

1 

* Fuel  Storage  depots 
1 

T 

{ 

_ 1 

i 

t 

Total 

'446 

Total  Tales 

179 

Total  Females 

267 

J.  D.  ELAKE\iAY, 


Surveyor  and  PuLlic  Health  inspector. 
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